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E.O. 11652: XGDS-1 
TAGS: ESTC, COCOM, HU 

SUBJECT: US OSCILLOSCOPES AND ACCESSORIES TO HUNGARY IL 1584 

REF: A. DEPT’S A-9805 
B. COCOM DOC (73) 2063 

1. IN REDING REF A WE SEE DANGER OF CONFUSION ON END-US. 

TYPE 7A16 PLUG-IN UNITS ARE REFERRED TO CASE B, PRESUMABLY 

OF COCOM DOC (73) 2063, BUT ARE STATED TO BE FOR RESEARCH 
IN HEAVY CURRENT SWITCHGEARS. HOWEVER, CASE B OF THAT REQUEST 
WAS FOR TESTING OF PARAMETERS IN ELECTRIC ARC SUPPRESSION, WHILE 
CASE A DEALT WITH RESEARCH IN HEAVY CURRENT SWITCHGEAR. THERE 
APPEARS, THEREFORE, TO BE ERROR IN REFERENCE TO CASE B. 

2. ARE ONLY THE TYPE 7A16 PLUB-IN UNITS TO BE USED IN HEAVY 
CURRENT SWITCHGEAR RESEARCH, AND THE OTHER EQUIPMENT FOR TESTING 
OF ELECTRIC ARC SUPPRESSION OR SOME OTHER PURPOSE, OR IS ALL THE 
EQUIPMENT TO BE USED IN SWITCHGEAR RESEARCH? 

3. REQUEST CLARIFICATION. 
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